Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECiPlENTS/CN=JAMES.HANCHETT] 

Sent: 912^12012 1:30:54 PM 

To: Salem, Sharon (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Sharon.Salem]; Pontes, Rebecca (DPH) |yo=COMMONWEALTH OF 

MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Rebecca.Pontes]; Farak, Sonja (DPH) [/0=C0MM0NWEALTH 
OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Sonja.Farak] 

Subject: FW: Safety Manual, v.6.0 

Attachments: FSG Laboratory Safety Manual, V. 6.0 DRAFT NJB.doc 


Jim Hanchett 

Department of State Police 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 


From: Burns, Nancy (POL) 

Sent: Monday, September 24, 2012 8:20 AM 
To: Hanchett, James (DPH) 

Subject: Safety Manual, v.6.0 

Jim: Attached is a draft of the new version of the safety manual. If you have any comments or concerns or anything you 
want added or think should be deleted, now is the time. Please have any proposed edits back to me by Friday Sept. 
28th. Thanks. Also, everything in red is an existing document that will be hyperlinked to the manual. Many of them are 
in docushare, so are being updated. Let me know if you have any questions. 

Nancy 

Nancy J. Burns, J.D. 

Massachusetts State Police 
Forensic Services Group 
124 Acton Street 
Maynard, MA 01754 
978-451-3545 

nancy. burns@MassMail.state.ma. us 


Farak email PRR 002690 








